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%_^  /  \MAy        ^H       tainly  been  a  challenge 

^  C         ~~^ ^^1^^   with  floods,  fires,  train 

derailments  and  tornadoes.  Montana  has  been 
very  fortunate  that  there  were  no  fatalities,  but 
several  communities  did  experience  tremendous 
damage.  Some  individuals  and  families  suffered 
major  uninsured  losses.  These  activities  have 
contributed  valuable  experience  to  local  and  state 
government  emergency  preparedness.  We  hope  to 
capitalize  on  these  experiences  at  the  Governor's 
Conference  for  Emergency  Preparedness  in  Febru- 
ary. In  addition,  we  expect  to  have  speakers  from 
Littleton,  Colorado  talk  about  their  tragic  school 
shootings  and  the  effects  it  has  had  upon  the  com- 
munity. 

Something  new  for  us  this  year  was  the 
deployment  of  Steve  Knecht  to  North 
Carolina  to  assist  in  the  aftermath 
of  Hurricane  Floyd.  This 
was  accomplished 
^diUon  through  the  Emergency 
Management  Assistance  Compact 
(EMAC),  which  was  approved  by  the 
1999  legislature.  This  deployment  is 
another  experience  gained  that  hope- 
fully will  provide  dividends  in  Mon- 
tana being  better  prepared  when  we 
are  effected  by  a  major  disaster. 


When  you  reflect  back  on  the  past  century  in  Mon- 
tana, the  past  200  plus  years  for  our  country,  and 
the  past  millenium  for  the  world,  you  can  realize  the 
remarkable  time  we  live  in.  It  points  out  how  im- 
portant it  is  to  leam  from  our  past  experiences  and 
make  our  communities  more  disaster  resistant  in  the 
future. 

Viewing  VMS 

A  reflection  of  1999... 

Tlie  transition  to  2000 


As  we  make  our 
final  Y2K 
preparations, 
which  may  be 
dictated  as  much  by  hype  as  real  risk,  we  should 
consider  this  as  an  opportunity  to  be  better  prepared 
for  all  hazards.  Subjective  risks,  hype  and  rumors 
will  always  be  a  part  of  our  responsibility  to  man- 
age, so  Y2K  in  many  ways  is  not  much  different 
from  the  early  stages  of  most  emergencies.  Throw 
in  some  good  old-fashioned  common  sense,  be  pre- 
pared, react  appropriately,  and  New  Year's  Eve 

should  be  an  interesting  and  memorable  expe- 
rience. 

Finally,  we  want  to  wish  all  of  you  a 
happy  and  safe  Holiday  Season! 

See  you  next  millenium. 

DES  Administrator 


■xTTTTTTTrfJJJjyilUJpTmmm- 


State  of  Momtana 

Disaster  8e  Emergency  Services 


PLissn? 


t 


TO 


mipnHDiniDDnncB 


i  i 


Cl   ■"  I  ello!!  I  hope  this  edition  of  our 
I       I  newsletter  finds  you  well  and 
X     X enjoying  the  holiday  season. 
This  issue  has  a  multitude  of  informa- 
tion, pictures,  and  some  great  articles.  I 
hope  you  enjoy  it. 

Are  you  curious  as  to  how  Earthquake 
Preparedness  Month  went?  Well. ..it  was 
a  HUGE  success.  Check  out  pages  3,  4 
and  5  (!!!)  to  see  all  the  activities  that 
took  place.  Well  over  300,000  publica- 
tions and  pieces  of  literature  were  sent 

'^O*-'^    Congratulations 
to  all  the  Montana  coun- 
ties that  are  making  great 
strides  in  earthquake  pre- 
paredness. Someday, 
somewhere,  you  are 
oing  to  be  glad  you 
took  the  time  and  made 
the  effort. 


td^^i^ 


i  ]  Thank  you  to  the  following  for  contributing  to 
'v'  this  newsletter: 
y  Jim  Greene,  Marlys  Cain,  Fred  Naeher,  Bill 

/Thomas,  Jim  Kujawa,  Steve  Knecht,  Charlie 
y.  Hanson,  Homer  Young,  Ken  Mielke,  Ed 
■■'■;  Gierke,  CMS  Russ  Jacques,  Dan  McGowan, 
/.  WSSPC,  Jolene  Jacobsen,  and  Wilma  Puich. 


^om(Pairent,  (IXES  (District  I'V' ^(epresentative  provided 
afftHe  information  amftHefRerfor  the  Custer  County ' 
Winter SurvivaC training  in  September,  iHis  informa- 
tion was  inadvertentfy  omitted  from  the  <FalI  edition  of 
our  newsletter.  lXmnl{§  !}{orm'. 


So... are  you  prepared  for  Y2K?  I  hope 
you  have  taken  the  time  to  educate 
yourself  on  this  issue.  Whatever  you  be- 
lieve may  happen,  understanding  the 
problem  is  the  key  to  dealing  with  the 
consequences.  Celebrate  the  new  year 
and  welcome  it  with  peace  of  mind. 

Congratulations  to  the  newest  recipient 
of  the  ACE  (Acknowledging  County  Ex- 
cellence) Award.  To  find  out  who  it  is, 
please  turn  to  page  6.  She  does  out- 
standing work  and  deserves  recognition 
for  her  efforts!! 

As  always,  enjoy  a  safe  and  happy  holi- 
day season  with  your  family  and  friends. 

See  you  in  the  next  millenium! 


Until  Next  Time! 
,  Monique  T.  Lay 
Newsletter  Editor 


SiASdiii 
_^BiiTlliaS 

i>id  ijou  t\JtY  lAotlc^e... 

Tkere-'s  ne-Vtr  tiyn^  to  4f  ^^  riakt,  "hut 
iK'lWiKVji  tiyne.  to  ^  it  oVtr. 

lokn  HeskAtmn 
in  Tke.  'WM  6trte.tJov\rn^i 
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bmlmuiilK  PrepflredneK  Month!! 


Success: 

Carthcjuatce  Preparedness  Month  if  11  P«6V:e<l!!   The 
event  was  a  huge  success  and  helped  to  heighten 
earth<fuaV:e  risK  awareness  statewide.   TaVce  a  looK  at 
all  the  great  things  Montana  counties  did  to  matce  \'W\ 
our  best  effort  ^et. 


This  ■\t2x  ihe  Moniana  6atihquat:e  Hazard  Reduction  ?ro  - 

gram  evceUed  in  educating  our  citizens  on  boih  their  ri&lc  for 

eaHhquaKes  and  their  responsibility!  in  preparing  for  them. 

The  foUoviing  traditional  events  viere  once  again  part  of  the        ' 

campaign: 

^    The  Montana  ?ov«er  6ompan<(  provided  preparedness  ' 

information  with  their  October  billing  mailout. 
^    The  Department  of  Administration,  Pjstc  Management  ' 

and  Tort  Defense  Division,  published  a  fantastic 

newsletter  full  of  earthquake  information. 
^    Mailing  inserts  accompanied  each  piece  of  mail  that  left 

the  state  D&t>  office  throughout  the  month. 
^    All  counties  received  pacKets  of  information  and  re-  ' 

sources  to  help  with  their  campaign  efforts. 
^    All  t)tate  employees  received  an  Cartht^uaKe  information 

flier  with  their  October  (/  pa^checK. 
^    6hild  tare  Partnerships  participates  'jearl^  b^  distribut-     ' 

ing  information  to  licensed  daycares. 
And  new  this  <(ear!! 
^    A  new  theme  was  created  —  &arth(^uaKes  PocK!!   This        ' 

slogan  promoted  booKmarKs,  fliers,  correspondence,  and 

man'^  other  publications. 
^    &ooKmart:s  addressing  Preparedness,  Mitigation  and  the 

'Drop,  6over  &■  Hold*  Drill  were  created  and  dissemi  - 

nated  to  evep(  student  in  the  Montana  Public  School 

&(stem.    In  addition,  numerous  re<fuest&  for  the  booK- 

marKs  were  received  and  filled  b^  libraries,  businesses, 

universities,  and  private  individuals. 
^    A  one -half  hour  TV  program  was  filmed  to  promote 

eartht^uaKe  awareness  and  preparedness  in  Montana  and 


aired  m  times.   This  was  done  in  conjunction  with  &rian 
LaMoure  of  Public  Health  and  Human  Services. 
&arth<^uaKe  informational  fliers  were  distributed 
throughout  the  'Xt\-Co\xx\\-\  area  (Jefferson,  &roadwater, 
and  Lewis  it  6lart:  6ount<()  via  a  generous  partnership 
with  The  Adit. 

^    A  family  preparedness  brochure  was  created  and  widel<( 
distributed  for  both  earthquakes  and  Y2.K- 

^    The  Landmart:  6ompan'{  provided  earthqualce  insurance 
information  in  their  October  newsletter. 

^    HAZUS  (Hazards  in  the  United  States)  information  was 
provided  to  various  counties.    HAZXIS  is  a  computer 
program  that  simulates  the  effects  of  earthquakes.   The 
positive  results  showed  there  is  a  great  demand  for  this 
t^pe  of  information. 

^    Information  was  requested  b^  and  provided  to  the  Fed- 
eral F«serve  &an*:,  the  Florence  Crittenton  Home, 
Malmstrom  Air  Force  &a&e.  Military  Affairs,  MSU,  Car- 
roll College,  and  several  interested  individuals. 

^    The  Department  of  Health  and  Human  Services  re- 
quested an  earthquake  presentation  for  their  agency  and 
conducted  an  agenc<|-wide  earthquat^e  drill. 

^    CarthquaKe  activity  and  trivia  updates  were  distributed 
weeKl't  throughout  the  month. 

There  is  a  whole  generation  of  individuals  in  Montana  who 
have  never  experienced  a  significant  earthquake  in  our  state. 
This  campaign  provides  the  opportunity  to  establish  a  routine 
and  consistently  remind  them  that  Montana  is  at  risK  and  a 
devastating  event  could  happen  at  2/n\  time.    For  those  who 
do  remember  how  Montana  rocKed  man'^  '^ears  ago,  it  is  a 
subtle  reminder  to  adopt  simple  habits  that  could  save  lives 
and  protect  propert<(. 
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County  kmm  M  (roH  m 


P«<)ue6te<l  maUriaU  for  a  pre^eirtation 
b^  Wit*  Klundt. 


Wt 


Itt 


ProvMed  media  coverage  ^vceUent  ar- 
ticles Mit:e!f)  and  distributed  e>tra 
Family  Preparedness  brochures. 


km  i  Pilips 


GIlUKI' 


FMMJite 


PersonaUf  visited  each  and  ever(  school  to 
discuss  earth<fuaV:e  preparedness  and 
school  planning.   V*t\utf>\td  an  earthi^uaKe 
fault  map  and  vtill  follow  up  school  visits 
viith  an  earthc^ualce  presentation. 


Distributed  over  2-100  publications  ad- 
dressing earth<^uaV:e  preparedness  and 
mitigation.  Super  Job!! 


GflUmin 


Alvia<(s  xorKing  towards  better  pre- 
paredness. P«<fuested  a  fault  map 
which  will  be  used  for  this  purpose. 


^J7 


\sk 


Distributed  e>tra  ftiers  and  bootimarVcs  to 
citf/count'(  emplo-jees  and  participated  b^ 
involving  the  media.   Accompanied  b'^  a 
commissioner,  personall'f  distributed  booK- 
marKs  to  all  count<(  schools  and  tootc  the 
opportunity  to  discuss  school  planning  with 
them.   6urrentl<(  assembling  earthquake 
Kits  for  the  schools.   Outstanding! 


Provided  extensive  media  coverage, 
distributed  evtra  publications  through 
the  Belgrade  Fire  Department,  and  dis- 
placed the  CarthquaKe  &>hibit  at  Mf>U 
throughout  the  month.   The  High- 
light...A  public  forum  which  addressed 
the  technical  side  of  earthquakes  as  well 
as  the  responsibilities  of  local,  state 
and  federal  government.   Viith  a  panel 
consisting  of  MiKe  5ticKne'{.  Dave 
Lageson.  MiKe  Hoe-j,  and  Monique  La'^. 
the  forum  was  both  well -attended  and 
well -received.   &»cellent! 


Provided  great  media  coverage  in  the 
LaKe  Couxy\'\  Leader. 


Continued  on  Page  5. 


Diligent  efforts  through  Project  Impact  are  maKing 
Lincoln  6ount<f  better  prepared  for  earthquakes, 
^unt^-wide  participation  serves  as  a  fantastic  example 
of  how  we  can  all  worK  together  to  maKe  a  difference. 


Montana  Earthquake 


Hazard  Reduction  Program 


j^ 
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Department  of  Military  Affairs 

Disaster  and  Emergency  Services  Division 

>.    P.O.  Box  4789  - 11  GO  North  Main 

Helena,  MT  59604-4789 

www.state.mt.us/dma/des 
(406)841-3911 


lEMlM 


Pistribuiet)  CarthquaKe  informational  fliers  to  aU  cit^ 
county  emplo'^ees.   6oor<linate<i  Count'^  CarthquaVie 
DriHs  for  s6hoo\s  and  al\  cit^/count^  employees.  Pro- 
vided extensive  media  coverage  and  developed  part- 
nerships viith  local  businesses  to  help  further  promote 
earth<fuat:e  awareness  and  preparedness,   ^d...  con- 
ducted several  eartht^uaKe  presentations  to  schools 
and  businesses  throughout  the  count<(. 
'•Lewis  &  6larK  ^ountf  has  been  doing  this  for  ZO 
<(ear&  -  earth<fuaKe  preparedness  is  big  business  here! 


PflMo-TwoEMleRiiierSdiool 


Requested  eartht^uaKe  presentation  in  ad- 
dition to  disseminating  tons  of  information. 


T 


Power  Townsend  of  Helena 
partnered  with  Lewis  &  ClarK 
County  to  promote  earthquake 
preparedness  and  educate  their 
customers.    Oave  McClain,  the 
store's  manager,  shows  off  the 
display  the^  featured  throughout 
the  Month  of  October.    In  addition, 
thef  sponsored  adds  in  the  local 
paper.  The  Independent  ^cord, 
which  provided  practical  and  useful 
preparedness  information.   6ireat  Tob!! 


^  recap  of  the  Hebgen  LaKe  QuaKe  ap- 
peared in  the  Livingston  Enterprise. 
Mditionallf,  the  ParK  Senior  High 
School  ret^uested  enough  fliers  to  send 
to  all,  teachers,  staff  and  parents  in 
their  school  newsletter.   6reat  idea. 


Siiiidm 


Did  an  earthquake  exercise  and  re- 
quested an  earthquake  fault  map  which 
will  be  used  to  further  their  prepared- 
ness efforts. 


VtorKed  with  schools  regarding  earthquake  planning 
and  personall<(  distributed  boot^marKs  and  fliers  to 
all  schools.    In  addition,  Sanders  6ount<(  will  follow 
up  with  an  earthquake  presentation.   6ireat! 


fillSlill 


SMta 


Distributed  hundreds  of  publications 
along  with  evtra  fliers  and  booKmarKs. 


Prompted  b^  our  campaign,  3'udith  6iap 
conducted  their  first-ever  Earthquake 
Drill  on  October  i1  -  Yeah!!! 


Personally  visited  each  school  to 
discuss  earthquake  preparedness  and 
school  planning  and  delivered  booK- 
marKs  to  the  students,     ^ordinated 
earthquake  drills  and  conducted  several 
earthquake  presentations. 


/'Y'^ka.Tnk  you  for  all  the  great  ideas  amCaff 
^      your  hard  -work.  JAs  you  can  see,  lartfi- 
quake  Treparedness  Month  1999  woi  a  Big 
success.  As  -we  continue  to  Ceamfrom  one  an- 
other, -we  continue  to  Benefit  Montanans. 

Take  care  and  get  ready  —  year  2000 
jrromises  to  Be  even  Better!! 

Monique  T.  lay 


Page  #5 


Jk 
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Acknowfledging 
County  ^^  - 
Excellence  (IM)  _ 
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Office  of  Emergency 
Management 


Wilma  Puich,  Coordinator  of  the  Butte/Silver  Bow  County 
Office  of  Emergency  Management  is  the  current  recipient 
of  our  ACE  Award.  This  recognition  not  only  highlights 
Wilma's  pioneering  efforts  in  the  school  planning  arena,  but 
captures  the  overall  excellence  of  her  23  year  career.  Wilma 
stepped  into  her  position  on  August  11,1 976.  Since  then,  we 
have  seen  quality  results  delivered  with  a  caring  attitude,  and 
Butte/Silver  Bow  County  has  seen  both  measurable  and  immea- 
surable benefits  as  a  result.  From  hosting  EPA  Sub-area  Contin- 
gency Planning  meetings,  to  proactively  addressing  Y2K,  to  co- 
ordinating a  very  active  Disaster  Preparedness  Committee  for 
her  jurisdiction,  Wilma  is  a  valuable  asset.  In  addition,  she  has 
won  and  received  many  awards  and  honors.  Although  this  lists 
just  a  few  of  her  accomplishments,  we  are  very  proud  and  hon- 
ored to  have  Wilma  on  our  team. 


The  State  DES  Office  has 
awarded  Wilma  Puich,  Butte/ 
Silver  Bow  County  Office  of 
Emergency  Management,  an     ■ 
ACE  (Acknowledging  County  Ex- 
cellence] Certificate  for  her  out-  j 

standing  coordination,  school 

interaction,  and  planning  efforts 

in  Silver  Bow  County . 


11 


from  thiz  9/9/99  Montana  Standard: 


"In  Buttiz,  after  20  years  of  pushing  for  a  comprghen- 
siViz  crisis  plan  in  the  schools,  Wilma  puich,  Butte- 
§ilver  ©ow  disaster  and  emergency  services  coordi- 
nator, saw  om  written  last  year  and  implemented  this 
fail.  School  employees  ranging  from  principals  to 
janitors  have  attended  state  and  national  safety 
training  and  gutte  ideas  have  been  lauded  as  exam- 
ples." 

provided  by: 

Sill  Thomas 

©ei)  <t)istriet  I  Uep 


^jfilma  currently  co-chairs  the  Mon- 
rr      tana  School  Disaster  Preparedness 
Resource  Committee,  This  committee 
evolved  as  a  result  of  the  highly  successful 
efforts  Butte/Silver  Bow  has  taken  in  mak- 
ing their  schools  both  cognizant  of  their 
risks  and  better  able  to  cope  with  them. 
Their  current  plans  serve  as  an  exemplary 
model  for  schools  through- 
out the  State  of  Montana. 
In  addition,  she  has  been 
willing  to  share  her  exper- 
tise in  this  planning  process 
by  making  herself  available 
statewide  in  assisting  with 
other  county  school  plan- 
ning efforts. 


Take  a  look.   The  following 
pages  highlight  just  some  of 
her  successes.  Congratula- 
tions Wilma!! 
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Bringing  School  Planning 

to  the  Schools 


When  the  Montana 
Educator's  Associa- 
tion, the  Montana 
Federation  of  Teachers,  and  the 
lontana  School  Administrators 
convened  in  Bozeman  and  Mis- 
soula for  their  annual  conferences,  they  had 
the  premier  opportunity  to  learn  and  share  in- 
formation on  issues  critical  to  all-hazard 
school  planning.    The  School  Disaster  Pre- 
paredness Resource  Committee  participated 
by  presenting  workshops  to  these  groups. 


looked  at  the  exhibit  which  Monique  Lay  pre- 
pared using  school  newspaper  articles  and 
Montana  school  emergency  or  disaster  pic- 
tures. 

Local  coordinators/emergency  managers  will 
probably  be  hearing  from  their  school  folks. 
In  our  presentations  we  encouraged  school 
planners  to  coordinate  with  their  local  emer- 
gency management  people  to  utilize  the  haz- 
ard analysis  he  or  she  should  already  have 
available.    The  more  this  word  gets  out  the 
more  local  emergency  management  persoimel 
may  get  drawn  into  the  school  planning  arena. 


The  sessions  were  very  successful.  Wilma 
Puich,  Martha  Smith  and  Bill  Thomas,  (with 
help  from  Wilma' s  husband  Don),  handled  the 

Missoula  session  while  Fred  Naeher  made  his    The  winner  of  the  Missoula  drawing  was 
presentation  to  the  Bozeman  group.  While  the  Monika  Schulze  from  Helena  High  School, 
workshops  in  Missoula  drew  small  attendance.  The  winner  of  the  Bozeman  kit  was  Steve 
those  who  were  present  were  very  attentive,       Baldwin,  Chairman  of  the  Board,  from  Cul 
asking  lots  of  questions  and  taking  an  abun-       bertson.  Congratulations  to  these  two  win- 
dance  of  notes.  Over  seventy  school  adminis-    ners. 
trators  and  school  board  members  attended  a 
very  successful  workshop  in  Bozeman. 


The  vendor  exhibit  in  Missoula  was  the  big 
success.    Wilma  made  one  of  her  school  dis- 
aster preparedness  kits  to  be  used  for  a  draw- 
ing for  both  meetings.  Over  250  people  regis- 
tered for  this  drawing  in  Missoula  over  the 
two  day  period  and  over  100  registered  in 
Bozeman  during  the  three  hour  Excellence 
Fair.  We  chatted  with  all  types  at  the  booth, 
including  PTA  officials,  MEA  officials,  OPI 
officials,  and  a  few  administrative  types. 
They  picked  up  brochures,  discussed  planning 
procedures,  looked  at  display  documents  and 


1^ 


We  all  felt  that  that  the  time 
and  work  involved  in  prepar 
ing  and  presenting  the  pro 
ject  was  certainly  worth- 
while. We  all  enjoyed 
participating  and  look  forward  to 
doing  it  again  next  year  in 
Billings. 

Provided  by: 

Wilma  Puich 

Butte/Silver  Bow  County  DES 

feThe  future  of  the  race  marches  for-  s 
^ward  on  the  feet  of  little  children.  S 
^  -Phillip  Brooks  a 
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School  District  Crisis  Planning 

nOlll...l00%  eomplele  in  Bulle!| 


B 


utte/Silver  Bow  has  recently  completed  the  last 
school  planning  process  to  achieve  a  total  coordi- 


nated school/community  Crisis  Plan.  School  Districts 
#1,2,3,4,5  and  the  Catholic  School  system  have  in  place 
a  new  Crisis  Procedure  Plan  with  a  separate  Teacher 
Checklist  and  packet.  This  county  is  now  the  first 
county  in  the  state  to  have  such  a  unique  school  plan  in 
place.  Every  district  is  now  using  the  same  plan  and 
checklist  with  one  section  in  the  plan  devoted  to  indi- 
vidual school  needs. 

How  was  this  accomplished?  Well,  as  Wilma  states, 

"iV  only  took  me  24  years!  " 

Wilma  credits  the  new  Superintendent  of  Schools  with 
being  interested  in  the  project  and  all  but  demanding 
that  it  be  accomplished.  In  September  of  1998,  work- 
ing with  Wilma,  she  appointed  a  School  Crisis  Planning 
Committee.  Wilma  calls  this  her  Noah's  Arc  commit- 
tee because  there  were  two  principals,  two  teachers, 
two  counselors,  two  engineers,  two  school  board  mem- 
bers, two  school  districts  -  in  other  words  two  of  ev- 
erything. 

The  committee  began  their  deliberations  in  Wilma' s 
office  with  task  assignments  being  made  to  cut  down 
on  the  need  for  meetings.  These  meetings  can  cost 
money  if  they  aren't  scheduled  properly.  The  commit- 
tee reviewed  existing  plans  from  all  over  the  country, 
determined  the  format  they  wanted  and  then  went  to 
work.  The  first  decision  made  was  to  ensure  that  the 
Crisis  Plan  was  not  an  OSHA  document,  was  not  just  a 
school  violence  "safe"  school  document  but  was  an  all 
hazard  school  crisis  plan. 

While  the  planning  process  was  going  on,  a  bomb 
threat  course  was  held  for  all  school  administrators. 
The  course,  instructed  by  Dave  Ball  from  the  Missoula 
Bomb  Squad,  brought  to  light  many 
things  that  would  have  to  be  ad- 
dressed in  the  plan.  A  meeting  fol-      ,, 
lowed  this  up  with  the  Sheriff  and      ///v 
Director  of  Fire  Services  to  get  a 
firm  handle  on  local  law  enforcement 
bomb  threat  procedures. 

Another  sub-group  that  met  was 
the  Evacuation  Committee.        ii^^ 
This  group  gridded  the  com- 

■fa 
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munity  and  assigned  each  school  a  north,  south,  east 
and  west  evacuation  site  to  assure  there  wouldn't  be  a 
disaster  within  a  disaster  if  the  community  had  a  major 
evacuation.  Previous  to  this  plans  in  some  of  the 
school  buildings  would  have  led  to  such  a  disaster 
within  disaster  by  evacuating  to  a  site  previously  deter- 
mined by  Red  Cross  to  be  a  morgue. 

Fire  services  recommended  that  floor  plans  of  each 
school  are  included  in  the  plan  which  also  identified 
where  emergency  shut  off  valves  and  electrical  switch- 
boxes  were.  This  was  done  for  each  and  every  school. 

Once  the  plan  was  written  Wilma  presented  it  to  the 
school  administrators,  the  school  trustees,  and  eventu- 
ally put  on  an  in-service  training  session  for  teachers. 
Now,  committee  members  are  following  up  within  the 
schools  to  make  certain  the  checklist  is  hanging  by  ev- 
ery teacher's  door  and  that  those  teachers  clearly  under- 
stand the  documents. 

Once  School  District  #  1  was  complete,  other  districts 
followed  suit.  Now,  the  entire  school  system  of  Butte/ 
Silver  Bow  operates  under  one  plan  that  has  been  coor- 
dinated with  DES,  fire,  law  and  Red  Cross.    Now  the 
next  step  of  the  process  begins  -  exercising. 

Wilma  will  be  happy  to  answer  any  questions  on  the 
process  used  and  to  share  the  plan  and  checklist 
with  you. 

Provided  by: 

Wilma  Puich 

Butte/Silver  Bow  County  DES 
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Bill  Thomas 

PES  District  i  Rep 


The  first  meeting  of  the  Mon- 
tana School  Disaster  Prepared- 
ness Resource  Committee  tooic 
place  on  October  5,  1999.  The 
members  of  this  committee  in- 
clude local  Emergency  Man- 
agers/Disaster and  Emergency 
Services  Coordinators,  State 
DES,  and  representatives  from 
the  Office  of  Public  Instruction, 
Parent  Teacher  Asspciation,  and 
the  Montana  School  Board  As- 
socation.  Pictured  (lower  left  and  clockwise:  Fred  Naeher, 
Leigh  Spencer,  Monique  Lay,  Spencer  Sartorius,  Colleen 
Graham,  Butch  Renders,  Wilma  Puich,  and  Marth  Smith. 


Worki^AC)  with  the  s>c.hools>,.. 


Martha  Smith  ,  Wilma  Puich 
and  her  husband  Don  at  the 
DES  School  Preparedness 
Booth  at  the  Montana  Educa- 
tion Association  Convention  in 
Missoula,  October  21-22,  1999 


■^^ 


I  In  the  bigger  scheme  of  things,  the  universe  is  not  asking  us  to  do  something, 
[the  universe  is  asking  us  to  be  something.  And  that's  a  whole  different  thing. 
j  Lucille  Clifton 

Poet 
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The  Open  GIS  Consortium  (OGC)  is  a  tax-exempt 
group  whose  mission  is  to  promote  the  develop- 
ment and  use  of  open  standards  and  techniques  in 
geoprocessing  and  related  information  technolo- 
gies. OGC  now  includes  a  special  interest  group 
addressing  the  needs  of  the  disaster  management 
community  for  geospatial  information  and 
decision-support  technology.  This  initiative  by 
OGC  reflects  recent  studies  arguing  that  improved 
effectiveness  in  disaster  management  can  only  be 
achieved  with  better  tools  for  the  exchange  and 
use  of  information.  The  group  has  recently  pro- 
duced a  white  paper  that  describes  its  mission  and 
is  currently  offering  for  review  a  workplan  and 
discussion  paper  regarding  possible  future  work  to 
address  the  needs  of  the  disaster  management 
community.  These  materials,  contact  information, 
and  related  documents  are  available  at  the  group's 
Web  site:  http://www.opengis.org/disaster/.  The 
special  interest  group  plans  to  meet  six  times  this 
year  in  various  locations  around  the  globe. 
Through  these  meetings,  it  will  solicit  input  from 
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Disaster  Managemem 

and  determine  geoprocessing  problems  and  needs 
among  the  disaster  management  community.  If 
necessary,  the  group  will  make  recommendations 
regarding  revisions  to  existing  standards  and  pos- 
sible demonstration  projects  to  test  potential  solu- 
tions. Persons  interested  in  these  issues  should 
contact: 

Mr.  Lance  McKee 

Open  GIS  Consortium,  Inc. 

35  Main  Street,  Suite  5 

Wayland,MA  01778-5037 

fax:  (508)655-2237 

e-mail:  lmckee@opengis.org 

■'    WWW:  http://www.opengis.org. 
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R6SC3.rChCrS    OOrrCCt    ^/*atural  disasters  probably  do  not  increase  suicide 

^  V     rates  after  all.  In  a  letter  that  appeared  in  the  Jan- 
vliii/^|r~||2»    Si  "I"!  IM  AT"  "^O'  14,  1999  issue  of  the  New  EnglandJournal  of  Medicine  (yo\ume 


Study. 


*  *  *340,  No.  2),  the  authors  of  an  extensive  study  conducted  by  the  Centers  of 
Disease  Control  and  Prevention  describe  an  error  they  made  in  counting  the  number  of  suicides  that  occurred  in 
377  U.S.  counties  that  experienced  a  single  disaster  in  the  U.S.  in  1990.  In  that  research,  the  authors  reported  an 
increase  in  suicide  rates  after  a  disaster;  however,  following  correction  of  a  computer  programming  error,  the 
new  analysis  showed  no  significant  increase. 

Interestingly,  the  researchers  reported  a  separate  analysis  of  suicide  rates  in  70  counties  affected  by  two  disasters. 

They  noted  that: 

"when  we  compared  rates  before  the  disasters  with  rates  in  the  first  two  years 
after  the  second  disaster,  we  found  an  increase  of  14.8  percent...  This  result 
was  obtained  with  the  use  of  a  different  set  of  computer  programs  and  was  not 
affected  by  the  programming  error. " 

Despite  the  differing  results,  the  researchers  stick  to  their  original  conclusion  that  "mental  health  support  is 
needed  after  severe  disasters." 

The  original  research  article  appeared  in  the  February  5,  1998  issue  of  the  New  England  Journal  of  Medicine 
(Volume  338,  No.  6).  The  complete  text  of  the  letter  can  be  found  on  the  journal's  Web  site:  http:// 
www.nejm.org/content/1999/0340/0002/0148.asp. 

Taken  from 

Natural  Hazards  Observer 

Volume  \X\\\  Number  4  -  March  1999 
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New  Planning  Guide  Helps  Communities 
Become  Disaster-Resistant 


Seattle,  Washington  April  26, 1999  —  The  American 
Planning  Association  (APA)  and  the  Federal  Emer- 
gency Management  Agency  (FEMA)  today  released  a 
new  guidebook  for  changing  the  way  communities, 
planning  practitioners  and  planning  students  prepare  for 
natural  hazards.  Planning  for  Post-disaster  Recovery 
and  Reconstruction  published  by  the  APA  and  funded 
by  FEMA,  "is  the  first  ever  guidebook  to  address  plan- 
ning issues  in  the  post-disaster  environment,"  FEMA 
Associate  Director  for  Mitigation  Michael  Armstrong 
said.  "Our  guidebook  spells  out  the  steps  communities 
can  take  to  turn  a  natural  disaster  into  an  opportunity 
for  developing  a  safer,  more  sustainable  and  more 
disaster-resistant  place  to  live  and  work."  APA  Execu- 
tive Director  Frank  So,  AICP,  said  Armstrong  de- 
scribed the  release  of  the  346-page  book  as  "an  enor- 
mous forward  step  in  promoting  the  idea  that  we  can 
create  livable,  disaster-resistant  communities.  "We  de- 
pend on  our  planners  to  help  communities  recover 
smartly  after  disasters,"  Armstrong  said.  "Until  now 
they  have  not  had  a  single  source  providing  all  the  tools 
needed  do  the  job.  This  publication  will  serve  as  a  focal 
point  and  a  textbook  in  post-disaster  planning  for  com- 
munity planners  and  for  students  pursuing  planning 
degrees." 

During  the  past  10  years,  FEMA  alone  spent  approxi- 
mately $20  billion  to  help  people  repair  and  rebuild 
their  communities  after  natural  disasters.  That  figure 
does  not  include  the  billions  of  dollars  in  insurance 
claim  payments,  lost  revenues  from  businesses,  lost 
employee  wages  and  millions  of  dollars  spent  by  other 
federal  agencies.  "Natural  disasters  have  become  in- 
creasingly expensive  problems  for  the  public,"  Jim 
Schwab,  principal  author  of  the  publication,  said. 
"There  are  dozens  of  ways  to  reduce  the  growing  costs 
associated  with  such  disasters.  Such  measures,  how- 
ever, must  be  developed  before  -  not  after  -  a  disaster 
occurs.  Communities  that  develop  and  implement  a 
post-disaster  plan  give  themselves  a  leg  up  when  it 
comes  to  applying  for  competitive  hazard  mitigation 
grants  and  other  funds." 

To  be  successfiil,  it  is  important  for  communities  to 
bring  together  all  stakeholders,  fi-om  business  owners 
and  environmentalists  to  insurance  companies,  public 
safety  advocates,  and  parks  and  recreation  officials,  in 
order  to  gain  support  for  a  comprehensive  post-disaster 
plan,  So  said. 


"This  guidebook  provides  under  one  cover  all  of  the 
information  communities  need  to  devise  apian  that 
helps  them  become  less  prone  to  building  damages 
and  economic  losses  that  invariably  result  from  devas- 
tating natural  disasters. " 

The  guidebook  includes  several  examples  of  communi- 
ties that  have  undergone  this  process,  including  Arnold, 
Mo.,  located  20  miles  southwest  of  St.  Louis.  The  town 
developed  a  plan  and  later  used  FEMA  hazard  mitiga- 
tion grants  and  other  ftinds  to  acquire  more  than  200 
commercial  and  residential  properties  along  the  Missis- 
sippi and  Meramec  Rivers  for  a  new  greenbelt  system 
following  the  great  floods  of  1993.  Damages  exceeded 
$4  million  in  1993.  However,  two  years  later  floods  hit 
the  community  again  but  subsequent  claims  where  less 
than  $50,000. 

Other  examples  of  post-disaster  planning  efforts  de- 
tailed in  the  publication  include  Valmeyer,  HI.,  and  Pat- 
tonsburg,  Mo.,  which  also  relocated  existing  businesses 
following  the  1993  floods;  Soldiers  Grove,  Wise,  which 
moved  the  entire  town  following  a  1 979  flood;  Santa 
Cruz  and  Watsonville,  Calif,  in  the  aftermath  of  an 
earthquake  in  1989;  Oakland,  Calif,  following  wild- 
fires that  ravaged  that  city  in  1991;  and  by  the  Florida 
panhandle  in  the  wake  of  Hurricane  Opal  in  1995. 

To  date  only  a  handfiil  of  states,  including  Florida, 
North  Carolina,Rhode  Island  and  California,  have  laws 
requiring  that  natural  hazards  be  taken  into  account 
when  developing  or  revising  a  comprehensive  local 
plan.  Schwab  said  such  mandates  are  an  important  next 
step  if  post-disaster  planning  is  going  to  become  the 
norm  and  not  the  exception  in  the  United  States. 

Copies  of  Planning  for  Post-Disaster  Recovery  and  Re- 
construction may  be  ordered  fi-om  the  American  Plan- 
ning Association's  Planners  Book  Service  online  at 
www.planning.org  or  by  calling  3 12-786-6344. 
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Lessons  Learned 
Over  Time 

The  Earthquake  Engineering  Re- 
search Institute  (EERI)  is  pleased 
to  announce  the  availability  of  the 
first  volume  in  the  EERI  series  on  Lessons 
Learned  Over  Time.  This  publication  consists 
of  the  following  three  retrospective  studies  of 
past  earthquakes: 


1)  "Earthquake  as  Opportunity:  The  Recon- 
struction of  Pacific  Garden  Mall,  Santa  Cruz, 
After  the  Loma  Prieta  Earthquake  of  1989," 
by  architect  Christopher  Arnold,  evaluates  the 
innovative  public-private  planning  process 
that  resulted  in  the  rebuilding  of  several  city 
blocks  in  Santa  Cruz,  California. 

2)  "Empowering  Local  Governments  in  Dis- 
aster Recovery  Management:  Lessons  from 
Watsonville  and  Oakland  in  Recovering  from 
the  1989  Loma  Prieta  Earthquake  and  Other 
Recent  Disasters,"  by  urban  planner  Laurie  A. 
Johnson,  evaluates  the  recovery  manage- 
ment of  the  cities  of  Watsonville  and  Oakland 
by  studying  the  experiences  of  the  responsi- 
ble local  government  officials; 

3)  "Reexamining  the  Performance  of  Roll-Up 
Garage  Doors  in  Fire  Stations  in  Recent  Cali- 
fornia Earthquakes,"  by  consulting  structural 
engineer  Fred  Turner,  surveys  fire  districts 
throughout  California  on  the  performance  of 
their  roll-up  garage  doors  in  earthquakes 
since  1971,  and  makes  recommendations 
based  on  his  conclusion  that  significant  de- 
lays in  response  to  fires  after  earthquakes  are 
possible  due  to  malfunctioning  doors. 
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The  Lessons  Learned  Over 
Time  series,  part  of  EERI's 
Learning  From  Earthquakes  program 
sponsored  by  the  National  Science  Founda- 
tion, was  established  to  capture  and  dissemi- 
nate lessons  that  may  not  become  apparent 
until  some  years  after  an  earthquake,  or 
which  bear  reevaluation  in  light  of  what  we 
know  today.  These  types  of  retrospective 
studies  can  help  us  improve  disaster  prepara- 
tion and  recovery  by  contributing  to  our  un- 
derstanding of  earthquakes,  their  effects,  and 
how  we  recover  from  them. 


Founded  in  1949  as  a  nonprofit  corporation, 
EERI's  mission  is  to  reduce  earthquake  risk 
by  advancing  the  science  and  practice  of 
earthquake  engineering,  by  improving  under- 
standing of  the  impact  of  earthquakes  on  the 
physical,  social,  economic,  political  and  cul- 
tural environment,  and  by  advocating  com- 
prehensive and  realistic  measures  for  reduc- 
ing the  harmful  effects  of  earthquakes. 

EERI  members  will  receive  this  publication 
free  of  charge.  Non-members  may  order  a 
copy  by  sending  a  request  to  the  following  ad- 
dress: 

Earthquake  Engineering  Research  Institute 

499  14th  Street,  Suite  320 

Oakland,  California  USA  94612-1934 

Phone:(510)451-0905 


Price:  $15  each 
Shipping/handling: 
additional  copy 


$5  for  1st  book,  $2  each 
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New  Faces  at  DES 


Graduates  of  the  October  1999  Orientation  to  State  DES  Course: 
Pictured  Left  to  Right:  Brian  Dankers  (Powell  County);  Jim  Pearson  (Jefferson 
County);  Delphine  Driver  (Granite  County);  Brian  Manuel  (Powell  County);  Dan 
Tronrud  (Sweet  Grass  County);  and  John  Pisk  (Prairie  County).  Not  pictured  - 

Richard  Van  Auken  (Teton  County).  .^^^^^ 

botogcapb  Pi-ovicjecl  By: 
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Reacting  to 

PIttlCdU  PCOPlC 

When  dealing  with  people,  be  ready  to  react  to  the 
actions  of  different  personalities.  Some  examples: 

Dealing  with  the  Aggressor,  who  is  intimidating, 

hostile  and  loves  to  threaten. 

fVhat  to  do:  Listen  to  everything  the  person 
has  to  say.  Avoid  arguments  and  be  for- 
mal, calling  the  person  by  name.  Be  con- 
cise and  clear  with  your  reactions. 

Dealing  with  the  Underminer.  who  takes 
pride  in  criticism  and  is  sarcastic  and  devi- 
ous. 

What  to  do:  Focus  on  the  issues  and  don't 
acknowledge  sarcasm.  Don't  overreact. 


Dealing  with  the  Unresponsive,  who  is  difficult  to 
talk  to  and  never  reveals  his  or  her  ideas.    What  to 
do:  Ask  open-ended  questions  and  learn  to  be 
silent  —  waiting  for  the  person  to  say  something. 
Be  patient  and  friendly. 
Dealing  with  the  Egotist,  who  knows  it  all  and  feels 
and  acts  superior. 

What  to  do:  Make  sure  you  know  the  facts. 
Agree  when  possible  and  ask  questions  and  lis- 
ten. Disagree  only  when  you  know  you're  right. 

Publication  Source: 

Communications  Briefings,  Volume  XV,  No.  1 

1101  King  Street,  Suite  110 

Alexandria,  V A  22314 
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Montana  Disaster  and  Emergency 
Services  has  been  investing  sig- 
nificant amounts  of  time  and  ef- 
fort to  ensure  readiness  for  Y2K.  In  addition  to  a 
working  team  that  has  been  meeting  monthly 
since  April  of  this  year,  there  have  been  several 
opportunities  to  survey  local  jurisdictions  to  eval- 
uate readiness  for  potential  Y2K-related  prob- 
lems. 

As  a  result  of  a  one-page  poll  of  the  56  counties, 
the  Y2K  Working  Team  decided  to  send  out  a 
monthly  update  of  Y2K  activities  and  concerns 
and  the  minutes  of  the  Working  Team  to  all 
counties,  Indian  reservations,  and  others  on  a 
mailing  list.  This  has  been  done  since  early  sum- 
mer. Governor  Marc  Racicot  appointed  a  Mon- 
tana Y2K  Readiness  Council  during  the  summer 
and  DES  Administrator  Jim  Greene  has  been  an 
active  participant  of  that  Council  from  its  incep- 
tion. 

Two  significant  surveys  were  gathered  from  local 
jurisdictions  during  the  summer.  A  two  page  gen- 
eral survey  of  Y2K  readiness  issues  was  gathered 
from  all  56  counties  and  two  Indian  Reservations. 
The  second  was  a  one-page  communications  sur- 
vey. The  two-page  general  survey  is  currently 
being  re-done  to  verify  if  there  has  been  any 
change  in  readiness  across  the  state.  Some  things 
of  interest  from  the  survey  is  that  only  four  of  the 
fifty-six  counties  had  a  Y2K-specific  plan  or  an- 
nex to  the  EOP.  Sixteen  other  counties  indicated 
that  they  had  plans  to  write  such  a  plan.  Early  re- 
turns on  the  second  go-around  of  the  survey  seem 
to  indicate  that  some  of  these  16  have  decided 
against  writing  a  Y2K  plan  or  annex  and  will  deal 
with  any  problems  with  existing  plans.  There  are 
presently  1 5  counties  planning  on  activating  their 
emergency  operations  center  during  the  Y2K 
rollover  on  December  3 1 -January  1 .  These  are 
being  included  in  a  nationwide  reporting  system 
that  the  President's  Council  on  Year  2000  Con- 
version has  developed  called  the  Information 
Collection  and  Reporting  System  (ICRS).  Mon- 
tana DES  is  currently  developing  plans  to  facili- 
tate the  training  for  the  ICRS.  One  other  poten 
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tially  significant  finding  in  the  second  go-around 
on  the  survey  is  that  jurisdictions  are  mostly  (but 
not  totally)  reporting  a  higher  level  of  readiness 
for  Y2K.  Several  responded  to  the  survey  that 
while  they  are  not  comfortable  in  reporting  100% 
readiness  (the  most  common  reason  given  is  legal 
liability  if  something  goes  wrong),  many  are  say- 
ing they  are  90  to  98  %  ready.  When  asked  to 
identify  what  the  small  percentage  not  ready 
might  be,  the  answer  is  usually:  'We  don't  know 
what  it  is  and  are  not  making  any  efforts  to  iden- 
tify it.  It  is  the  "out"  we  have  if  something  un- 
foreseen happens.'  In  other  words,  the  jurisdic- 
tion is  reporting  they  are  fairly  confident  with 
preparations  that  have  been  made. 

The  one-page  communications  survey  had  some 
interesting  results.  Perhaps  the  most  significant 
question  was  identifying  a  point  of  contact  for 
communications-related  issues.  This  will  prove 
very  helpful  if  there  is  a  need  to  follow  up  on 
problems  that  may  develop.  Most  of  the  jurisdic- 
tions are  reporting  that  they  have  backup  systems 
that  will  be  operational  if  commercial  power  and 
communications  fail.  The  question  was  probably 
badly  worded  on  the  survey.  What  was  intended 
was  to  ask  if  the  jurisdiction  is  able  to  communi- 
cate outside  the  jurisdiction  if  there  is  a  failure  of 
commercial  power  and  communication.  The  ju- 
risdictions responded  to  the  question  as  it  was 
asked  and  reported  that  they  have  a  generator  at 
the  sheriffs  office/dispatch  center/PSAP,  and 
could  communicate  with  emergency  responders 

(Continued  on  page  1 5) 
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Y2K.. .Help  for  Y2K... Help 


We  have  received  notification  of  a  new  virus  (trojan 
horse)  "Y2KCount"  aliases  Polyglot,  Count2K, 
Y2KCount  Update  from  Microsoft.  This  is  another 
virus  that  is  launched  from  an  e-mail  attachment 
(Y2KCount.EXE),  which  is  a  self-extracting  ZIP 
archive  that  contains  the  installation  pack  for  the  new 
Internet  trojan.  The  trojan  installs  itself  on  the  system 
and  copies  four  files  into  Windows\System\directory: 
PROCLIB.EXE,  PROCLIB.DLL,  PR0CLIB16.DLL, 
NTSVSRV.DLL.  The  SYSTEM.INI  file  is  then  modi- 
fied so  that  the  trojan  could  be  automatically  started 
during  the  next  Windows  bootup,  which  will  allow  the 
trojan  to  monitor  Internet  activities  on  the  infected  sys- 
tem. This  is  done  to  get  the  user's  dial-up  and  network 
passwords  which  is  a  typical  action  for  password- 
stealing  trojans. 


Suggestions: 

•  Do  not  download  files  from  any  questionable  or 
unauthorized  source 

•  Virus  scan  all  downloaded  files 

•  NEVER  open  an  executable  (.EXE)  from  any 
source  (without  some  prior  arrangements) 

•  NEVER  open  any  questionable  attachment  to  e- 
mails,  etc. 

•  and,  Ensure  you  have  the  latest  version  of  the  ap- 
proved anti-viral  software  properly  installed  and 
operational  for  each  workstation. 

You  can  also  obtain  more  detailed  information  about 
the  virus  from  Symantec  http://www.svmantec.com/ 
avcenter/venc/data/troj.polygot.htm,  or  McAfee  at 
http://vibncafee.com/viltrol0358.asp. 


Y2K  web  site  info  on  other  nations.... 
http://www.fcw.com/pubs/fcw/1999/0920/fcw-polv2k-09-20-99.html 


Provided  by: 

CMS  Russ  Jacques 

SCM/I20FW 


WWW.inicroSOft.com/y2k  for  information  regarding  Year  2000  and  software  update  information. 


(Continued from  page  14) 

base  to  mobile.  While  this  is  certainly  important, 
the  concern  of  DES  is  being  able  to  make  requests 
for  outside  assistance  if  commercial  power  and  the 
telephones  fail.  Local  DES  Coordinators/Emer- 
gency Managers  may  want  to  follow  up  with  com- 
munications personnel  to  ensure  that  there  is  some 
provision  for  getting  in  touch  with 
the  'outside  world'  if  there  is  a  need 
and  other  systems  have  failed.  If 
there  are  any  questions  or  concerns 
about  communications-related  is- 
sues, they  should  be  directed  to 
Homer  Young  at  841-3958. 


tinue  to  surface  are  the  possibility  of  terrorism- 
related  incidents  and  the  lack  of  Y2K  preparedness 
in  foreign  countries  that  may  have  a  ripple  effect  on 
United  States  businesses  and  jurisdictions.  Neither 
of  these  two  concerns  can  be  fully  mitigated,  but  it 
is  important  that  jurisdictions  take  steps  to  make 

sure  their  plans,  contact  lists, 
and  resource  lists  are  up- 
dated and  accessible.  If  there 
are  any  concerns  or  questions 
relating  to  Y2K,  please  direct 
them  to  Charlie  Hanson  at 
245-9672  or  to  Montana 
DES  at  841-3911. 


Two  areas  of  concern  that 
will  continue  to  surface  are 
the  possibility  of  terrorism- 
related  incidents  and  the 
lack  of  Y2K  preparedness 
in  foreign  countries... 


As  the  actual  date  of  the  Y2K  con- 
version draws  near,  there  is  a  growing  level  of  con- 
fidence in  Montana  that  there  will  not  be  a  major 
collapse  of  the  power  and  communication  systems. 
Utility  providers  have  taken  major  steps  to  address 
Y2K  concerns.  Two  areas  of  concern  that  will  con 


Submitted  by: 

Charlie  Hanson 

DES  District  V  Rep 
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EPA  Alert 


'  Washington,  D.C.  —  An  alert  is- 
sued by  the  U.S.  Environmental  Pro- 
tection Agency  (EPA)  warns  that  local 
I  emergency  responders  should  not  rely 
solely  on  Material  Safety  Data  Sheets 
, ,,     -.  ^MSDSs)  provided  or  maintained  at 
i^acilities  during  a  chemical  accident.  Infor- 
mation about  the  chemicals  involved  in  an 
accident  is  critical  to  a  safe  response.  Gener- 
ally, responders  rely  primarily  on  MSDSs 
maintained  at  the  facilities.  However,  MS- 
DSs alone  frequently  do  not  provide  local 
responders  sufficient  information  to  effec- 
tively and  safely  respond  to  an  accidental  re- 
lease of  a  chemical.     EPA's  alert  is  designed 
to  increase  awareness,  so  that  first  respon- 
ders can  take  proper  precautions. 

The  alert  identifies  additional  sources  of 
chemical  information  on  the  physical/chemi- 


cal characteristics  and  first  aid  procedures. 
However,  the  content  of  the  MSDSs  on 
emergency  response  procedures,  fire  and  re- 
active hazards  may  be  insufficient  for  local 
responders  in  an  emergency  situation.  Local 
officials  should  recognize  the  importance  of 
preplanning  with  facilities  in  their  conmiuni- 
ties  that  store  or  use  hazardous  materials. 

Sufficient  and  correct  information  regarding 
chemicals  in  an  accidental  release  can  make 
the  difference  between  successfial  emergency 
response  and  potential  disaster  for  local  re- 
sponders and  the  conmiunity. 

For  more,  go  to:  http://www.csb.gov/ 

Provided  by: 

WSSPC 

Western  States  Seismic  Policy  Council 


Cowboy' 
ide  to  Life..^ 


Don't  squt  with  yonr  span  OL 


If  p  find  ifonrself  in  i  holi,  tiii  fid  tiling  to  do  is  stop 
ilvajs  drink  npstma  from  tho  borl 


Good  jnd^ent  comos  from  ei^orioneo.  A  lot  of  tlut  cones  fron  bad        viun  jon  ^n  i  lesson  in  meanness  to  a  critter  or  a  person,  don't  be 

suprisod  if  tboj  learn  tbeir  lesson. 


Lettin'  the  cat  oatta  the  bag  is  a  whole  lot  easier  'n  pnttin'  it  baclt        When  jon'ri  throwin'  yonr  weight  aronnd,  be  read;  to  have  it  thrown 

anond  by  somebody  else. 

The  qnickest  way  to  doable  yonr  money  is  to  fold  it  over  and  pst  it 
back  in  yonr  pocket. 


If  yon're  ridin'  ahead  of  the  herd,  take  a  look  back  oTory 
now  and  then  to  make  snre  it's  still  there. 


If  yon  get  to  thinkin'  yon're  a  person  of  some 
iofhionce,  try  orderin'  somebody  else's  dog 
aronnd. 

Never  kick  a  cow  chip  on  a  hot  day. 


Never  miss  a  good  chance  to  shnt  np. 


Sibaittedby: 

Fred  Naoher 

Training  Manager 


^^ 
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X£IL  0VX1.00K: 


(   1^   luring  the  1997-98  winter  months, 
I      M  El  Nino  was  in  full  force  across 
Mm-^  the  equatorial  Pacific  (very  warm 
ocean  surface  temperatures)  and  Montana 
experienced  a  mild  and  dry  winter  -  a  typical 
El  Nino  winter.  By  the  Fall  of  1998,  the 
ocean  temperatures  across  the  equatorial  Pa- 
cific had  dramatically  reversed,  becoming 
much  cooler  than  normal,  a  La  Nina  situa- 
tion. Typically  with  a  La  Nina  episode, 
winters  are  snowier  and  colder  than  normal 
in  Montana,  but  this  is  not 
always  the  case  -  there  is  a 
wide  range  of  variability  in 
Montana  winter  weather 
during  a  La  Nina.  As  it 
turned  out,  the  1998-99 
winter  was  quite  mild 
across  most  of  the  state  and 
dry  in  the  valleys  and  across  the  plains  of 
central  Montana.  Snowfall  in  the  mountains 
was  normal  to  above  normal  and,  also, 
above  normal  across  the  northeastern  plains. 
It  was  very  windy  and  dry  along  the  east 
slopes  of  the  divide  most  of  the  winter. 

So  what  happened  in  1998-99?  Climate  ex- 
perts point  to  the  lingering  effects  of  El 
Nino  in  the  mid  and  northern  latitudes  of  the 
Pacific,  which  kept  temperatures  in  these 
waters  a  little  warmer  than  normal,  and 


TTiis  season  iviH  X^kd-^j 
be  moye  typical  of  a 
Montana  winter... 


helped  maintain  a 
strong  west-east  j  et 
stream  into  the  Pacific 
Northwest  and  Montana.  Thisjetput  a  lot 
of  snow  into  the  higher  mountains  and  gen- 
erated frequent  windy  conditions  along  the 
east  slopes. 

As  we  approach  the  1999/2000  winter,  a 
moderately  strong  La  Nina  continues  in  the 
equatorial  Pacific  and  the  lingering  warmth 
^^^^^^^^^  in  the  waters  of  the  mid  and 
j  northern  latitudes  of  the  Pa- 
i  cific  is  long  gone.  The  of- 
I  ficial  winter  forecast  from 
.  the  National  Weather  Ser- 
j  vice's  Climate  Prediction 
j   j  Center  calls  for  below  nor- 
mal temperatures  east  of 
the  divide  and  above  normal  precipitation 
across  the  state  for  the  upcoming  winter. 
This  season  will  likely  be  more  typical  of  a 
Montana  winter,  unlike  the  two  previous 
years.  We'll  see  changes  and  extremes,  cold 
spells  followed  by  warmer  periods  but,  over-, 
all,  a  good  chance  we'll  be  a  bit  colder  and 
snowier  than  normal  by  the  time  we  get  into 
the  Spring  months. 


Submitted  by: 
Ken  Mielke 
National  Weather  Service 


^  To  receive  the  latest  copy  of  Montana's 
4|.  Take-Along  Winter  Survival  Handbook 

I       Call:    1  (800)  714-7296 


'^^ 
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isit  Our  DES  Web  Site  at... 
mt.us/dma/des 


^PL  <^4n     If  A^r      www.state.m 


Blackfoot  Tribe: 


▼▼▼▼▼▼▼▼▼▼▼▼▼TVVTTT^ 

Check  out  the 
Y2K  links  on 
our  Web  Site 


^Tribal  DES  Coordinator 
(►Butch  Conway 
^P.O.Box  850 

►  Browning,  MT  59417 
^  BUS:  338-7521,  X351 
>;CELLUi-AR:  450-8884 
I^FAX:  338-2164 

^e.mail:  security@3rivers.net 

► 

^Alternate: 

►  Roger  Running  Crane,  Vice  Chairman 
^Blackfoot  Tribal  Business  Council 
•►P.O.  Box  850 
^Browning,  MT  59417 
l^BUS:  338-7179 
^FAX:  338-7530 
^e.mail:  btbc@3rivers.net 
^Tribal  Law:  Fred  Guardipee 
►Chief  of  Police 
^24  Hr  Dispatch:  338-5455 


e-mail  Updates: 

Cascade  County  ^ 

Cascade  County  DES desone@initco.net 

Chouteau  County 

Chouteau  County  DES chouteau@mcn.net 

DES  District  IV 

Norm  Parrent d4des@mcn.net 

Jefferson  County 

Jim  Pearson  mtjim@uswest.net 

Madison  County 

John  Allhands jallhand@3rivers.net 

Park  County 

Belinda  Van  Nurden  pcdes@hotmail.com 

Deputy  Cheryl  John cheryl_aJohn@hotmail.com 


Winter  begin 


During  restoration  of  tlis 
Caiiital.  ploass  said  corre- 
spondence to  tiie  Governor 
at  tlie  followiim  address: 

Offlce  of  the  Governor 
P.O.  Box  200801 
Helena.  MT  58620 


^. 


New  Weil  Site  -  Wastrington  State 
Emergency  {Management  Agency 

littpy/www.wa.gov/mil/w8Bmy 
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December  4 Hanukkah 

December  22 First  Day  of  Winter 

December  25 Christmas  Day 

December  31 New  Year's  Eve 

January  1 New  Year's  Day 

January  17 Martin  Luther  King  Day 

February  12 Lincoln's  Birthday 

February  14 Valentine's  Day 

February  21 President's  Day 

February  22 Washington's  Birthday 


DAYS! 


.itft  *  " 


County  Updates 


Dawson  County: 


1 


Cliffs  Cell  Number :  (406)  939-1282 
Cliffs  Fax  Number:  (406)  377-3161 
E-Mail  Address:  cconrad@midrivers.com 
Deer  Lodge  County: 


Buzzy  Peterson's  Business  Number:  (406)  693-2061 
District  III  Representative: 


Bob  Fry  Pager  Number:  (406)  522-5899 
Jefferson  County: 


Pat  McKelvey's  Business  Phone:  (406)  447-8225 
New  E-Mail  Address:  McKelvey@lewis-clark.mt.us 
Lewis  &  Clark  County: 


Deputy  Coordinator  Pat  McKelvey 
New  Business  Phone:  (406)  447-8225 
New  E-Mail  Address:  McKelvey@co.lewis-clark.mt.us 
Mineral  County: 


New  Coordinator:  Gordon  R.  Hendrick 

P.O.  Box  262 

Superior,  MT  59872 

Business:  (406)822^672 
Petroleum  County: 

Deputy  Coordinator:    Brian  Manuel 

Office:  (406)429-6551 

Cell:  (406)366-2149 
Powell  County: 


Business  Phone:  (406)  846-3680  x202 
Cell  Number:  (406)560-1080 
Rosebud  County. 


FLATHEAD  NATION 

I  Lloyd  Jackson 

'Business  phone:  675-2700,  EXT  1222 

JCELLULAR:  253-3583 

JFAX#  is:  675-2713 

I  Delete  800  #'s  (675-4700  remains  the  same)  I 

i  Deputy:  Bill  Dupuis 

[Delete  800  #'s  (675-4700  remains  the  same)  j 

JHome:  675-3549 

ICELLULAR:  253-5816 

iFAX;  675-5816 


^sSSKS^SjSSS^S^SJE^SaSbSa; 


stssas&sssssss^sbsss^ 


New  Address:  1 165  Front  Street 

Forsyth,  MT  59327 
New  E-Mail  Address:  raymond@montana.com 
New  FAX  Number:  (406)  356-7968 
r  Teton  County: 

Richard  (Dick)  L.  Van  Auken.  Acting  DES  Coordinator 
P.O.  Box  610 
Choteau,  MT  59422 
Business  Phone:  (406)  466-5561 
Fax  Number:  (406)466-2138 
Cell  Number:  (406)  788-4963 
E-Mail:  mtcowboy@3rivers.net 
Treasure  County: 

Steven  J.  Wilkins 

P.O.  Box  511 

307  Rapelje  St. 

Hysham,  MT  59038 

Business  Phone:  (406)  342-5211 

E-Mail  Address:  emshysham@mcn.net 

Cell  Phone:  (406)  860-2384 

FAX  Number:  (406)  342-5211 

24  Hour  Dispatch:  (406)  342-5211 
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Out  &  About 


What's  happening  in  Montana. 


October  1,  1999: 
District  I  Coordi- 
nators toured  the 


Montana  Rail  Link  Dispatch  Center  in  Missoula  during  their  quarterly 
meeting.  Coincidentally,  the  day  before,  MRL  had  a  significant  de- 
railment in  Powell  County  near  the  Granite  County  border.  Pictured 
left-to-right:  John  Saxbury,  Manager  or  Train  Movement;  Wilma 
Puich  (Butte/Silver  Bow  County  DES);  Bill  Silverman  (Missoula 
County);  Martha  Smith  (Sanders  County);  Charlie  Comer  (Lincoln 
County);  and  Dick  Giffin  (Lake  County). 


October  1,  1999:  John  Jackman  recently  retired  as 
coordinator  of  Mineral  County  DES  after  23  years 
of  service.  John  was  presented  a  certificate  of  ap- 
preciation signed  by  Governor  Racicot,  TAG  Pren- 
dergast  and  DES  Administrator,  Jim  Greene.  In 
this  photo,  Butte/Silver  Bow  Coordinator,  Wilma 
Puich  presents  additional  gifts  to  John.  The  pre- 
sentations were  made  at  the  National  Weather  Ser- 
vice Forecast  Center  in  Missoula. 


,3^ 


September  21,  1999.  Powell  County  DES  Coordina- 
tor, Bernard  "Bart"  Barton  discusses  earthquake  plans 
with  Powell  County  Commissioners,  the  Mayor  of 
Deer  Lodge,  and  other  interested  individuals. 


September  22,  1999.  Bruce 
Hennell,  recently  appointed 
coordinator  of  the  Ravalli 
County  Office  of  Emergency 
Management  meets  with  his 
Local  Emergency  Planning  Committee.  Plans  in- 
clude revision  of  the  Emergency  Operations  Plan 
and  expansion  of  the  Emergency  Operations  Center. 
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Bill  Thomas 

DES  Distnct  I 
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ExcgrclsliA^g . .  .TY(?.iv\^iv^O\ ...  I  m-provliA^g 


hotogrgpbs  Pi-ovi4e4  By: 

Bill  Thomas 

PES  District  1  Rep 


A  scene  from  the 
multi-jurisdiction 
exercise  on  the 
Flathead  Reserva- 
tion, Thursday, 
September  2,  1999.  Lloyd  Jackson  [in  the  white(OSHA  ap- 
proved?!) hat],  DES  Coordinator  for  the  Confederated  Salish 
&  Kootenai  Tribes  was  the  mastermind  behind  this  very  suc- 
cessful exercise.  The  scenario  for  the  incident  was  realistic 
and  involved  a  bomb  threat  and  dam  failure. 


CongratuCations  Jim 

Jim  greene,  (LXES  Jldministrator,  is 
currently  serving  as  (President  'Elect 
oftHe  [National 'Emergency  Manage- 
ment Agency  (J^MA)-  Jfe  wiffqffi- 
ciaffy  Begin  serving  fiis  term  as  (Presi- 
dent at  the  August  2000  Annual 
Meeting  in  'Florida.  goodLuc^ 


Co  \A(?\  1^^  1 1^L(^  tlo  IA.S 


September  14, 
1999.  Holding 
recently  earned 
Professional  De- 
velopment Series 
Certificates  are 
left-to-right:  Bob 
Fry,  District  111  Rep;  Carole  Raymond,  Rosebud 
County  DES;  Pat  McKelvey,  Jefferson  County 
DES;  Cindy  Mullaney,  Pondera  County  DES. 
Certificates  were  awarded  by  DES  Administrator, 
Jim  Greene  (far  right). 


1^ 


Windstorm  damage  at  Florence,  Montana  in 
Ravalli  County.  This  damage  was  caused  by 
a  storm  that  occurred  on  Sunday,  October  24. 
Following  the  incident,  the  Red  Cross  set  up  a 
shelter  for  displaced  people.  The  Emergency 
Management  Coordinator,  Bruce  Hennell,  is 
assisting  with  the  recovery  efforts. 


September  14,  1999.  Bill  Silverman, 
Coordinator  of  the  Missoula  Office  of 
Emergency  Management  conducts  a 
Y2K  Exercise  with  the  local  Y2K  Pre- 
paredness Committee. 
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Even  More... 


A  revealing  photograph  of  damage  susbtained  by 
a  building  during  the  Outlook  Fire.    Several  thou- 
sand acres  burned  during  this  disaster  along 
with  four  grain  elevators,  a  gas  station,  the 
post  office,  a  bar,  two  locomotives,  and 
several  residences. 


A^'^oliAtm.eiAt 


botograph  Courtesy  of. 

Jens  Bolstacj 

Pt-ovi4e4  by: 

Glasgow  Weathei-  Sei-vice 


Attt\AtiO]A.....TV\is>  ls>  oviuyf'h  drill. 
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he  Tribal  Disaster  Emergency  Services  held  an 
annual  full-scale  exercise  on  September  2, 
1999  with  a  unified  command  center  set  up 
with  Lloyd  Jackson,  Tribal  DES,  along  with 
Dick  Giffin,  Lake  County  OEM,  at  the  helm.  An 
earthquake  struck  the  center  of  the  Reservation  caus- 
ing the  Pablo  Reservoir  to  leave  its  man-made  banks 
and  flood  the  town  of  Pablo  with  eight  feet  of  water 
within  two  hours.  The  good  news  is  that  all  area 
schools  tested  their  fire  and  evacuation  plans  as 
they  were  called  by  telephone  at  1 :00  p.m.  by  the 
Command  Center.  The  pretend-disaster  was  a  day- 
long practice  session  to  test  communications  and 
response  times  from  both  trained  emergency  per- 
sormel  and  various  sectors  of  the  public.  The 
morning's  drill  involved  a  phoned  in  bomb  threat 
from  a  "crazy".  Responders  gathered  at  the  Mis- 
sion Valley  Speedway  northwest  of  Pablo  to  run 
through  detonation  and  defusing  procedures. 
Personnel  from  Malmstrom  Air  Force  Base 
from  Great  Falls  trained  65  responders  in  the 
correct  procedures  of  identifying  the  prop  and 
to  the  responders  involvement  throughout  the 
crime  scene.    Lunch  was  served  by  the  Tribal 
TERC  to  all  players,  which  included  Ronan 


Karelin  Loendorf,  Lewis  and  Clark  County  Com- 
missioner, has  been  appointed  Vice-Chair  of 
the  Emergency  Management  Subcommittee  of 
the  National  Association  of  Counties.  (As 
noted  in  the  Montana  Fire  and  Rescue 
Newsletter.Oct.  1999). 

Submitted  by: 
Bill  Thomas 
DES  District  I  Rep 


and  Poison  Fire  Departments  and  ambulances, 
Flathead  Irrigation  Personnel,  Mission  Valley 
Power,  Montana  Power,  Montana  Highway 
Patrol,  Lake  County  Search  and  Rescue,  Tribal, 
Lake  and  Sanders  County  Disaster  and  Emer- 
gency Services,Tribal  and  County  Law  Enforce- 
ment, American  Red  Cross,  State  Fund  Insurance 
Personnel,  Tribal  Dispatch  and  911,  Bill  Thomas 
of  the  State  DES  Office,  Missoula  Rural  Fire  De- 
partment, St.  Lukes  Hospital,  St.  Joseph  Hospital, 
and  all  Tribal  and  locally  trained  responders. 

The  action  plan  outlined  at  this  week's  review  ses- 
sion included  the  need  for  all  public  agencies  and 
tribal  programs  to  have  written  evacuation  plans  that 
are  well-understood  by  employees;  compatible  radio 
equipment  reservation-wide;  and  more  training.  Much 
praise  was  reported  for  all  of  the  cooperation  shown  by 
all  participating  entities.  (Photograph  on  page  2 1 .) 

Submitted  by: 

Jolene  Jacobson 

Hazmat  Training  Coordinator 

Flathead  Nation 
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What's  happening  in  Montana."  /^XA/f^Y^M  C 


To  date,  thirteen  jurisdictions  have  re 
quested  a  Natural  Disaster  Determination 
through  the  Secretary  of  Agriculture.  Car- 
bon, Stillwater  and  Valley  counties  have 
been  approved  while  Cascade,  Glacier, 
Lake,  Lewis  &  Clark,  Musselshell,  Pondera, 
Sanders,  Sheridan,  Teton  and  the  Blackfeet 
Reservation  are  currently  awaiting  a  deci- 
sion on  their  request.  This  Determination 
will  make  family-size  farm  operators  in 
these  and  contiguous  counties  eligible  to  be 
considered  for  low-interest  emergency  loans 
from  the  Farm  Service  Agency. 

N,      Submitted  by: 
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Dan  McGowan 
Planning  Bureau 


|Picture  of  Helena  earthquake  among  best  of  the  century 

AaKicatesi  Prc«>  names 
|)Iki«  1  of  l")  d>s*»i« 
oocoftlKMIOnyw 
dranuiK  imasir>  tu  conic 
oWofl  S  SBntrtir 
turn  111  die  ctntuiy 


FMAr....A  ,'=^\A r.r.P.c.c, 


urricane  Floyd  struck  the  eastern 
seaboard  of  the  United  States  on  Septem- 
ber 16,  1999.  This  hurricane  caused 
more  damage  than  any  other  in  the  history  of  the 
United  States,  hitting  the  Carolinas  particularly  hard. 

On  September  24,  1999, 1  was  deployed  to  North  Car- 
olina through  EMAC  for  a  week  as  an  A-Team  Spe- 
cialist. This  was  the  first  time  Montana  has  had  the 
opportunity  to  respond  to  another  state's  needs  through 
this  program.  My  responsibility  was  to  find  and  track 


ville  along  the  Tar  River  and  a  D-Mort  facility  located 
in  Tarboro. 

Princeville,  the  oldest  incorporated  black  community 
in  North  America  was  for  all  practical  purposes  de- 
stroyed by  this  hurricane.  Water  levels  were  in  excess 
of  20  feet  throughout  the  city,  with  entire  mobile  home 
parks  washed  away  and  deposited  in  timbered  areas 
down  stream. 

The  Regional  D-Mort  facility  was  located  in  a  ware- 
EMAC  resources  from  other  member  states,  usually  in  house  in  Tarboro  and  their  mission  was  to  identify  the 
the  form  of  personnel.  There  were  dozens  of  air  assets  remains  of  over  100  individuals,  buried  along  the  Tar 
from  the  southeastern  and  southern  EMAC  states  de-  River.  Their  caskets  floated  to  the  surface  because  of 
ployed  to  North  Carolina  as  well  as  over  130  personnel  the  saturated  soils  and  floated  downstream  eventually 
working  both  response  and  recovery  jobs.  retrieved  by  this  team.  Some  of  these  caskets  had  been 

^^  ^^^  buried  over  30  years. 

On  October  1, 1  was  invited  to  tour  some  of  the 

hardest  impacted  areas  of  North  Carolina,  just    ^^K|t  T^^  Submitted  by: 

eastof  Raleigh.  We  toured  the  donations  man- ^^K|^  m^^^  Steve  Knecht 

agement  warehouse,  shelters,  temporary  hous-  ^^H^^  ^^^^^K  Response  Manager  & 

ing  parks,  the  Cities  of  Tarboro  and  Prince-        ^^^H^  ^^^^^^^H  State  EMAC  Coordinator 


^^ 
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Montana  has  the  following  positions  assigned  for  the  Integrated  Emergency  Management 
Course  (lEMC).  For  more  information  on  lEMC,  please  refer  to  page  26  of  the  1998/99  EMI 
catalog.  We  will  accept  August,  1997  EMI  application  form  (75-5)  on  a  first-come,  first-served 
basis.  Send  applications  to  Fred  Naeher,  Training  Manager,  DES,  PO  Box  4789,  Helena,  Mon- 
tana 59604-4789  or  fax  to  406-841-3965.  If  any  questions,  please  call  406-841-3968. 


April  17-21:  E911  Earthquake  Recovery  and 
Mitigation:  Hospital  Coordinator 
Applications  due:  lUlarch  3  (Seat  is  Open) 

May  15-19:  E900  All  Hazards  Preparedness 
and  Response:  Telephone  Company  Repre- 
sentative 
Application  due:  March  31  (Seat  is  Filled) 

May  22-26:  E900  All  Hazards  Recovery  and 
Mitigation:  Telephone  Company  Representa- 
tive 
Application  due:  April  7  (Seat  is  Filled) 

June  12-16:  S91 5  Terrorism:  State  Police 

Representative 

Application  due:  April  28  (Seat  is  Open) 


July  31-  Aug  4:  E900  All  Hazards  Prepared- 
ness and  Response:  Deputy  Sheriff 
Application  due:  July  17  (Seat  is  Open) 

August  7-11:  E901  All  Hazards  Recovery  and 

Mitigation:  Deputy  Sheriff 

Application  due:  July  24  (Seat  is  Open) 

September  25-29:  S915  Terrorism:  Building/ 

Safety  Representative 

Application  due:  August  11  (Seat  is  Open) 


[V  T  /2k-r  TT     I  ^J  The  Federal  Emergency  Manage- 
i.  ^  \Z  VV     A.  ijy  ment  Agency  (FEMA)  is  pleased 
^.^  to  announce  a  new  Independent 

I       /^"l  1  T*C  f^  Study  Course,  IS  394  Mitigation 
V^  v>/  L4.A  v3  V_/  for  Homeowners. 

The  course  is  designed  for  homeowners  and  small 
businesses  to  introduce  them  to  mitigation  and  assist 
them  in: 

•  identifying  the  natural  hazards  which  affect  their 
community. 

•  determining  the  hazards  to  which  they  are  most 
vulnerable. 

•  determining  what  potential  risks  could  affect  their 
home  during  disasters. 

•  determining  which  mitigation  actions  they  should 
undertake  to  reduce  the  risk  of  potential  damage 
to  their  family,  home,  and  property  from  disaster. 


Bli4ll 


Added  Bonus:  When  someone  requests  the  IS  course, 
included  in  their  package  will  be  the  publication, 
"Taking  Shelter  from  the  Storm:  Building  a  Safe 
Room  Inside  Your  House. "  Residents  of  tornado-  and 
hurricane-prone  areas  can  now  build  a  "safe  room"  in 
their  homes  that  can  protect  against  deadly  tornadoes 
and  hurricanes.  The  publication  outlines  a  room  shel- 
ter design,  including  construction  plans,  materials  and 
construction  cost  estimates. 

Individual  and  group  enrollment  can  be  requested  by 
contacting: 

National  Emergency  Training  Center 
ATTN:  EMI  Independent  Study  Office 
16825  South  Seton  Avenue 
Emmitsburg,  MD  21727 
FAX:  (301)  447-1201 


A  non-technical  document,  IS  394  provides  mitigation  Individuals  may  also  enroll  in  EMI  Independent  Study 

techniques  for  the  home,  both  pre-disaster  (preventive)  Courses  via  the  Internet  at  http://www.fema.gov/ 

and  post-disaster  (corrective)  that  will  reduce  disaster  home/emi/ishome.htm. 
costs  and  the  impacts  of  natural  hazards.  v 
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MASTER  DES  TRAINING  CALENDAR 


OCT  1,  1999  THROUGH  SEPTEMBER  30,  2000 
(Note:  This  calendar  is  a  tool  for  planning  only  and  is  not  all  in- 
clusive. Courses  do  not  have  to  be  scheduled  in  advance  or  be  on 
this  calendar  in  order  to  be  supported  by  DES.  We  try  to  take  ad- 


Tralning 

OppOrtUniTlCS  l      vantage  of  training  opportunities  as  they  present  themselves.) 


"Invitation  Only  (lO) 


NOVEMBER,  1999 

2,3,4:  Mass  Fatality  Course,  Libby  -  Postponed 


DECEMBER,  1999 

No  training  scheduled.  Preparation  for  Governor's  Conference 


JANUARY,  2000 

Preparation  for  Governor's  Conference 
12,13;    ICS  300,  Billings 

FEBRUARY,  2000 

2,3:  Exercise  Design  Course,  Great  Falls 

7-11:  Governor's  Conference  Week 

23-25:  Effective  Communication  (Lewistown) 

MARCH,  2000 

8-9:  Emergency  Planning  (Glendive) 
14-16:  Agency  Representative  Training  (10) 
22-23:  Exercise  Design:  Wolf  Point 


APRIL,  2000 

4-6:  Hazardous  Weather  and  Flooding  Preparation,  Billings 
17-21:  Inland  Search  and  Rescue  Course,  Fort  Harrison 

MAY,  2000 

1-5:  National  Training  Conference,  EMI  (10) 
15-19:  Principles  of  Emergency  Management,  Helena 
June,  2000 

12-16:  All  Hazard  Program  for  Schools,  TBA 

July-August,  2000  (open) 

September,  2000 

1 8-22:  Region  8  Training  Conference  (lO) 
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This  is  the  fifth  in  a  series  of  articles  summarized 
fi-om  "Ten  Criteria  for  Evaluating  the  Management 
yf  Community  Disasters"  by  E.L.  Quarantelli,  co- 
director  of  the  Disaster  Research  Center  of  the  University 
of  Delaware. 

rinciple  4  

Involve  a  proper  task  delegation  and  division  of  labor 


^1^^^^  ne  of  the  major  consequences  of 
mX       ■  ^^y  community  disaster  is  the 
K  ^creationofmany  oldand  new 

^^^^    tasks  that  community  organiza- 
tions have  to  address.  Persons  are  killed 
and  injured;  houses  and  other  buildings  are 
damaged  or  destroyed;  survivors  have  to  be 
evacuated,  fed  and  housed;  utilities  have  to 
be  restored,  etc.  Early  in  the  emergency  pe- 
riod, the  required  tasks  are  usually  un- 
known, unclear  and/or  confiised.  Addition- 
ally, there  is  frequently  a  convergence  of 
many  organizations  fi-om  outside  the  im- 
pacted community.  In  one  major  fire  in 
Canada,  346  organizations  appeared  on  site. 

Some  tasks  are  the  normal  day-to-day  re- 
sponsibilities of  certain  organizations,  for 
example,  fire  departments  put  out  fires. 
Other  tasks,  however,  might  not  be  the  day- 
to-day  responsibility  of  any  organiza- 
tion, for  example,  handling  mass  casual- 
ties, establishing  who  should  be  on 
missing  persons  lists,  establishing  a  pass 


system  for  access  to  damaged  areas,  finding 
and  caring  for  pets,  etc.  Many  of  these  tasks 
are  assumed  by  new  or  emergent  groups. 
Additionally,  some  organizations  initiate  ac- 
tivities which  might  not  be  part  of  their  sub- 
sequent responsibilities.  Such  actions 
change  patterns  of  tasks,  modify  existing 
decision-making  patterns  and  authority  rela- 
tionships, create  new  information  flow 
channels  etc. 

All  of  the  above  indicates  the  complexity  of 
the  division  of  labor  and  task  delegation  that 
will  arise  in  any  disaster  of  any  magnitude. 
Clearly  good  disaster  management  is  that 
which  involves  proper  task  management  and 
division  of  labor.  A  response  that  tries  to  in- 
volve only  established  organizations  is  a 
clear  indication  that  there  has  been  poor  dis- 
aster management. 


Contributed  By: 

Bill  Thomas 

DBS  District  I  Rep 


Here  is  a  site  where  you  can  find  information  on 
how  you  can  receive  the  National  Oceanic  and 
Atmospheric  Administrations  (NOAA  )  publication 
AWARE  and  other  weather  safety  brochures  and  publi- 
cations. To  find  the  AWARE  publication,  go  to  The 
National  Weather  Services  Office  of  Meteorology 
Homepage  which  can  be  found  at  www.nws.noaa.gov/ 
om.  To  find  publications  prepared  by  NWS,  FEMA, 
and  the  American  Red  Cross,  go  to  the  Awareness/Pre- 
paredness Section  at  this  site  or  just  type  in 


Yin  (he  Internet 


www.nws.noaa.gov/om/nwspub.htm.  You  will  be 
presented  with  a  large  list  of  publications. 

Information  Received  By: 

Steve  Kuhl 

V    Billings  Weather  Service 
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Disaster  Declaration  Posters^ 

Available  tor  Public  tdUCatlOripiain  coordinators,  mgh  resolution  digital  filesjn- 


Michael  Baker  Jr.,  Inc.,  an  engineering  and  geographic 
information  system  consulting  firm,  recently  an- 
nounced that  it  is  distributing  its  "Presidential  Disaster 
Declaration"  map  as  part  of  its  support  for  the  Federal 
Emergency  Management  Agency's  (FEMA's)  Project 
Impact.  FEMA  provided  the  data  on  historic  disaster 
declarations  needed  to  create  this  poster,  which  uses 
color  to  show  the  frequency  of  major  disasters  for  each 
U.S.  county.  Since  1965,  presidents  have  declared  over  Suite  210 
1 ,200  disasters,  including  floods,  tornadoes,  earth-  Annapolis,  MD  21401 

quakes,  and  hurricanes.  Copies  of  the  17"  by  24"  (410)571-8706 

poster  and  accompanying  letter-size  flyer  will  be  sent      fax:  (410)  571-6400 
to  state  emergency  management  agencies  and  flood- 


eluding  close-ups  for  each  FEMA  region,  can  be  down- 
loaded from  http://www.bakerprojects.com/fema.  The 
media  and  educational,  nongovernmental  organizations 
may  request  printed  copies  by: 
e-mailing  rtrott@mbakercorp.com 
or  contacting 
Michael  Baker  Jr.,  Inc. 
1 80  Admiral  Cochran  Drive 


Wi 


Inlow  to  JOetect  a 
l^^Wav  Mirror 


hen  we  visit  toilets,  bathrooms,  hotel  rooms,  chang-  w  w  ii 

ing  rooms,  etc.,  how  many  of  you  know  for  sure  that     ^       v  v<dLy 
the  seemingly  ordinary  mirror  hanging  on  the  wall  is  a  real  mirror,  or  actually  a  2-way  mirror  (i.e., 
they  can  see  you,  but  you  can't  see  them)?  There  have  been  many  cases  of  people  installing  2-way 
mirrors  in  female  changing  rooms.  It  is  very  difficult  to  positively  identify  the  surface  by  just 
looking  at  it. 

So,  how  do  we  determine  with  any  amount  of  certainty  what  type  of  mirror  we  are 
looking  at?  Just  conduct  this  simple  test:  Place  the  tip  of  your  fingernail  against 
the  reflective  surface  and  if  there  is  a  GAP  between  your  fingernail  and  the  image 
of  the  nail,  then  it  is  a  GENUINE  mirror.  However,  if  your  fingernail  DIRECTLY 
TOUCHES  the  image  of  your  nail,  BEWARE,  FOR  IT  IS  A  2-WAY  MIRROR! 

Received  from: 

Marlys  Cain 

DBS  Office  Manager 
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Mikiz  and  Monica  tlo^jy  will  b(3  riztir- 
ing  and  l^zaving  Boz(z:man  f)i2;c(zm- 
ber  15th.  Mikiz;  was  with  \\\^  ©ozjz;- 
man  Twi  <£)i3partm(2nt  /or  n^zarly  25 
yizars  and  will  r^irsz  as  a  f irsz  Captain.  In  ad- 
dition, hfz;  has  workj^d  for  thjz  Gallatin  County 
?)6I)  since  1995.  Thjzy  will  b(z  (znjoying  thjsir 
rj^tirizmiznt  in  M(3Xico  and  would  loV(3  to  hj^ar 
from  you.  Th^zy  can  biz  rjzachizd  at: 


Mikjz;  &  Monica  tioi^y 
pas^o  di3  Surges  #6 

Cujzrnavaca,  Mor{2;los 

Mizxieo 


(3)phon(3:  011-5273-260-251 
(calls  from  thsz  OI>t^) 


Takiz;  eariz;  Mik^z;,  Wjz;  will  miss  you!! 


J 


\m  Hamilton  riztirszd  from  this  Tjzton 
County  f)isasti3r  and  Cmi^rgizncy  h<iv- 
vics^s  Officii  on  October  25th.  Jim 

S(zrv(zd  as  thizir  coordinator  sincjz  f)i3C(2m- 

bjzr  19, 19S3.  Kj^izp  in  touch,  Jim. 


1 


you  dizsizrvjz  a  vjzry  happy  riztiriz- 
mijnt.  6njoy  &  tak(3  earjz;. 


a/ta  /fedt  ci^cdw^/ 
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Think  about  this... 


Quote  from  an  article  entitled  "Dealing  with  Disaster  in  the  21st  Cen- 
tury", (1998)  by  Dr.  Russell  R.  Dynes,  Co-director  of  the  Disas- 
jter  Research  Center  at  the  University  of  Delaware: 


:  "Those  who  occupy  [emergency  management/  positions  need 
to  develop  new  knowledge  and  skills.   Various  colleges  and 
universities  have  begun  to  develop  curricula  to  provide  those 
skills.  Professional  associations  have  developed  that  are  concerned 
with  standards  and  with  opportunities  for  training.  The  role  now 
has  career  opportunities  rather  than  periodic  employment " 

Submitted  by: 


RVIII  Newsletter 

Go  to  the  address  below  to  open  this  month's  edition  of  FEMA's  Re- 
gion VIII  Newsletter.  Inside  you'll  get  the  latest  news,  photos  and 
links  on  active  disasters,  Y2K  preparations,  and  innovative  efforts  im- 
derway  to  build  disaster-resistant  communities  through  FEMA's  Pro- 
ject Impact  initiative.  Enjoy! 

http://www.fema.gov/Reg-VIII/index.htm 

Provide  by: 
Jim  Greene 
DES  Administrator 


Bill  Thomas 
DES  District  I  Rep 


Web  Watch 


bttp://www.nhc.noaa.gov 

The  National  Hurricane  Center  maintains  a  con- 
tinuous watch  on  tropical  cyclones  throughout 

hurricane  season  and  distributes  hurricane 
watches  and  warnings  for  the  general  public. 


http://md.water.usgs.gov/drought/us.htinl 

The  USGS  drought  site  was  launched  in  June, 
is  updated  every  four  hours,  and  includes  in- 
formation about  water  levels  and  rainfall 
trends  nationwide. 


qphe  Northeast  States  Emergency  Con-  NESEC  CPGateS  HAZUS  LiStSePV  JPI 

JLsortiumo^ESEC)  in  partnership  with  pgrtnership  WJth  MCEER  &  FEMA 

the  Multidisciphnary  Center  for  Earth-  "^ 


quake  Engineering  Research  (MCEER)  and 
the  Federal  Emergency  Agency  (FEMA)  has 
created  HAZUSNET  -  USA,  an  unmoderated 
list-serve  open  to  anyone  interested  in 
HAZUS.  There  is  no  cost  to  join  and  mem- 
bers can  subscribe  or  unsubscribe  to  the  list 
via  e-mail.  Information  on  how  to  subscribe 
to  HAZUSNET  -  USA  can  be  obtained  at  the 

^fe_ 

PAGE  #29 


NESEC  web  site,  www.nesec.org,  by  click- 
ing on  the  HAZUSNET-USA  button. 

The  opinions  expressed  on  HAZUSNET  - 
USA  are  those  of  the  individual  participants 
and  do  not  represent  the  official  view  and 
policy  of  NESEC,  MCEER  or  FEMA. 


i  i 


Visit  this  site  for  a  comprehensive  list  of  selected  Internet/Web  sites  dealing  with  hazards  and  disasters. 

http://www.colorado.edu/hazards/sites/sites.html 


PORTLAND,  Ore.  May  25, 1999  -  James  Lee 
Witt,  director  of  the  Federal  Emergency  Man- 
agement Agency  (FEMA),  today  called  for  part- 
nerships with  nature  and  the  environment  as  an 
important  means  of  reducing  disaster  losses  and 
creating  disaster-resistant  communities. 

In  remarks  prepared  for  delivery  on  Tuesday, 
May  25,  at  the  annual  conference  of  the  Associa- 
tion of  State  Floodplain  Managers  in  Portland, 
Ore.,  Witt  said  that  a  healthy,  natural  environ- 
ment is  one  of  the  key  ingredients  to  disaster- 
resistant  communities.  It  also  is  a  core  principle 
of  Project  Impact,  FEMA's  initiative  to  change 
the  way  America  deals  with  disasters. 

"We  believe  that  part  of  disaster  resistance  is  us- 
ing natural  protection:  wetlands  as  sponges,  tim- 
berland  as  a  buffer  from  mudslides  and  the  coast- 
line as  a  barrier  to  hurricanes,"  Witt  said. 
"Sometimes  the  best  protection  against  nature's 
disasters  is  working  with  nature's  resources." 
Witt  noted  that  through  the  agency's  hazard  miti- 
gation program,  FEMA  is  buying  people  out  of 
the  floodplain  and  restoring  natural  open  space. 

"These  stretches  of  land  are  key  environmental 
areas  that,  when  opened  again,  promote  bio- 
diversity and  the  connection  between  habitats," 
he  said.  "Returning  land  to  the  river  also  helps 
farther  up  and  down  stream  as  well.  Land  re- 
turned to  nature  acts  like  a  sponge  that  can  tem- 
porarily store  flood  waters,  lessening  the  impact 


"Partnerships  with  nature  & 

the  environment  are  key  to 

reducing  disaster  losses", 

says  FEMA  Director. 


elsewhere  in  the  watershed.  We've  taken  a  firm 
stand.  No  permits  to  develop  in  floodplains  or 
wetlands." 

Witt's  comments  come  less  than  a  week  after  the 
National  Science  Foundation  released  a  study 
entitled  "Disasters  by  Design:  A  Reassessment 
of  Natural  Hazards  in  the  United  States."  The 
five-year  study,  supported  in  part  by  FEMA, 
found  that  disaster  losses  are  increasing  and  the 
difficulty  this  country  is  having  in  stemming 
these  losses  is  a  result  of  "shortsighted  and  nar- 
row conceptions  of  the  human  relationship  to  the 
natural  environment."  The  study  calls  for  a  pol- 
icy of  "sustainable  hazard  mitigation,"  which  in- 
volves activities  similar  to  those  "outlined  in 
Witt's  Project  Impact:  Building  Disaster  Resis- 
tant Communities.    Project  Impact  was  launched 
by  FEMA  two  years  ago  to  encourage  communi- 
ties to  take  measures  to  prevent  disaster  losses. 
Today  there  are  118  Project  Impact  communities 
across  the  country. 

Submitted  by  WSSPC: 
Western  States  Seismic  Policy  Council 


Cool  Site: 
http://www.wind.ttu.edu 

This  is  the  wind  engineering  research  center.  They 
also  provide  a  link  to  the  CBS  news  that  has  some 
earthquake  news  video  clips  to  download. 

Submitted  by: 

Fred  Naeher 

Training  Manager 
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Mitigation  is  the  process  of  identifying  haz- 

"f^M.^   1  1  ^^4^^ ^    si'ds  and  reducing  their  risks.  Here,  home- 
^^f    gg  Q  III  6  o^"^''  ^ii^  Kujawa  shows  us  how  he  has  se- 
B  cured  his  water  heater  to  l^eep  it  from  top- 

ipling  over  during  an  earthqualce.  Not  only  will  this 
I  help  protect  his  home  from  flood  damage,  but  it  will 
I  help  provide  a  large  volume  of  clean,  drinkable  wa- 
gter  following  an  earthquake. 

|jim  previously  worked  for  DES  as  an  Engineering 
isurveyor  and  also  with  the  Public  Assistance  Pro- 
igram  so  he  is  very  well  versed  with  disaster  pre- 
iparedness.  Great 
ijob  Jim!  Thank  you 
ifor  sharing  your 
I  knowledge  and 


Step  1: 


Sills  are  rockbolted  to  concrete  for  sta- 
bility and  support  of  the  tank. 


It 

Works!! 


step  2:  Framework  is 

built  to  stabilize  the  water 

heater.  Carpet  is  stapled 

over  the  frame  to  support 

and  protect  the  tank. 

Three-ton  tow  straps  are  wrapped  around  the  frame 

then  secured  into  place  with  nailed  plywood  blocks. 


Step  3:  The  tank  is  installed  and  the  straps  are 
attached  to  the  other  side  to  secure  it  in  its  place. 
This  is  a  perfect  example  of  just  one  step  you  can 
take  to  better  mitigate  your  home  for  disaster. 


mis  fs  a  53  gallon  tank  and 
weighs  530  pounds  when 
ftjjl!  If  it  were  to  fall  during 
an  earthquake  it  would  cre- 
ate a  disaster  all  its  own. 


P 


hotogi-apbs  Pi-ovicieci  By: 
Jgrnes  P.  Kujgwa 


.^m. 
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Blackfeet  Nation  -  Exercise 


botogi-apbs  &  Uyout 

Pi-ovicie4  By; 

E4  Giei-ke 

PES  DistHct  II  Rep 
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Working  the  Web 


Here  are  some  new 
and/or  improved  sites 
you  can  view  on  the 
web. 


http://mtnrcs.usda.gov 

HRCS  (Natural  Resources  Consen/ation 
Sen/ice  -  USDA)  (Montana  home  page) 

http://mt.nrcs.usda.gov/swcs/snow/ 
snow.html 

They  have  rebuilt  their  website  to  include 
all  kinds  ofsnotel  data  that  we  used  to 
have  to  build  ourselves.  This  may  be  of 
use  to  you  to  track  snow  pack  in  your  ar- 
eas. 

http://mt.nrcs.usda.gov/swcs/forecast/ 
forecast,  htm  I 

A  snotel  forecast  page 

http://nris.state.mt.us 

NRIS  (Natural  Resources  Information 
System)  has  an  abundance  of  good  infor- 
mation on  the  Natural  Heritage  Program 
(NHP),  Water  Infonnation  System  (WIS), 
and  Geographic  Information  System 
(GIS).  Need  to  look  at  this  one  and  surf 
around.  Great  data  available. 


Sofe^^ 


•  • 


Warning:  In  case  you 
do  not  know,  there  was 
an  incident  where  a  driver  suf- 
fered burns  and  his  car  was  severely  damaged 
when  gasoline  fumes  ignited  an  explosion  while 
he  was  talking  on  his  mobile  phone  while  standing 
near  the  attendant  who  was  pumping  the  gas.  All 
the  electronic  devices  in  gas  stations  are  pro- 
tected with  explosive  containment  devices, 
(intrinsically  safe)  while  cell  phones  are  not. 
READ  YOUR  HANDBOOK! 


The  National  Weather  Service  home  page 
addresses  remain  the  same  but  new  ad- 
ditions have  been  made. 

The  addresses  for  the  Montana  Offices 
are: 

http://www.wrh.noaa.gov/greatfalls/ 

http://www.wrh.noaa.gov/billings/ 

http://www.wrh.noaa.gov/glasgow/ 

http://www.wrh.noaa.gov/missoula/ 

There  is  some  great  information  here. 
Pay  special  attention  to  the  new  hydrol- 
ogy pages. 

Submitted  by: 
Steve  Knecht 
Response  /  SECC  Manager 


Mobile  phone  makers  Motorola, 
Ericsson,  and  Nokia,  all  print 
cautions  in  their  user  handbooks 
that  warn  against  mobile  phones  in 
"gas  stations,  fuel  storage  sites,  and  chemical  fac- 
tories." Exxon  has  begun  placing  "waming  stick- 
ers" at  its  gasoline  stations.  The  threat  mobile 
phones  pose  to  gas  stations  and  their  users  is  pri- 
marily the  result  of  their  ability  to  produce  sparks 
that  can  be  generated  by  the  high-powered  bat- 
tery inside  the  phone. 

Received  from: 
Fred  Naeher 
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s  j&ati  Have  Had 
Mlich  Of  Thp.  90'«; 


1)  You  tried  to  enter  your  password  on  the 
microwave. 

2)  You  now  think  of  three  espressos  as 
"getting  wasted." 

3)  You  haven't  played  solitaire  with  a  real 
deck  of  cards  in  years. 

4)  You  have  a  list  of  15  phone  numbers  to 
reach  your  family  of  three. 

5)  You  e-mail  your  son  in  his  room  to  tell  him 
that  dinner  is  ready,  and  he  e-mails  you  back 
"What  are  you  serving?" 

6)  Your  daughter  sells  Girl  Scout  Cookies  via 
her  web  site. 

7)  You  chat  several  times  a  day  with  a 
stranger  from  South  Africa,  but  you  haven't 
spoken  to  your  next  door  neighbor  yet  this 
year. 

8)  You  didn't  give  your  valentine  a  card  this 
year,  but  you  posted  one  for  your  e-mail 
buddies  via  a  web  page. 


9)  Your  daughter  just  bought  a  CD  of  all  the 
records  your  college  roommate  used  to  play. 

10)  You  check  your  blow  dryer  to  see  if  it's 
Y2K  compliant. 

11)  Your  mother  clogs  up  your  e-mail  inbox, 
asking  you  to  send  her  JPES  files  of  your 
newborn  so  she  can  create  a  screen  saver. 

12)  You  pull  up  in  your  own  driveway  and  use 
your  cell  phone  to  see  if  anyone  is  home. 

Received  via  e-mail 
Original  Source  Unknown 

,    V 


Other  thoughts  to  ponder... 

What's  another  word  for  thesaurus? 

Why  is  abbreviation  such  a  long  word? 

What  do  they  use  to  ship  Styrof  oam? 

What  was  the  best  thing  before  sliced  bread? 

If  lawyers  are  disbarred  and  clergymen  defrocked,  doesn't  It  follow 

that  electricians  cox\  be  delighted,  musicians  denoted,  cowboys  deranged, 

models  deposed,  tree  surgeons  debarked  and  dry  cleaners  depressed? 

How  is  it  possible  to  have  a  civil  war? 

If  the  #2  pencil  is  the  most  popular,  why  is  it  still  #2? 

If  you  ate  pasta  and  antipasta,  would  you  still  be  hungry? 

If  you  try  to  fail,  and  succeed,  which  have  you  done? 
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7f Montana 

Disaster  &  Emergency  Services  Division 
P.O.Box   4789 
1100  North  Main 
Helena,  Montana   59604-4789 


tt(406)  841-3911 


fax  (406)  841-3965 


^First  Class  Mail 


HoMc^s 


Montana  State  Documents 
Distribution  Center 

State  Library 
DEADHEAD  MAIL 


The  Montana  Disaster  and  Emergency  Services  Newsletter  is        Articles  or  questions  regarding  articles  may  be  addressed 

a  quarterly  publication  of  the  Disaster  and  Emergency  Services      to: 

Division.  It  is  funded,  in  part,  by  a  grant  from  the  Federal 

Emergency  Management  Agency.  Contributions  of  articles            Disaster  &  Emergency  Services  Division 

and  ideas  are  welcomed  and  encouraged.  The  deadlines  for          DES  Newsletter  Editor,  Monique  T.  Lay 

submitting  articles  for  the  1999  editions  are:  February  1 5  for          1100  North  Main                                     8(406)841-3963 

the  March  issue;  May  1 5  for  the  June  issue;  August  15  for  the        pQ  box4789                                          iS(406)  841-3965 

September  issue  and  November  15  for  the  December  issue.            ,                                                            ^    .     „ 

The  editor  reserves  the  right  to  edit  for  clarity  and  length.  The        ^^^^"^'  Mo^ana  59604-4789                Hmlay@state.mt.us 

articles  in  this  newsletter  do  not  constitute  official  policy. 

SOOnipimollhis  pubic  document  were  published  at  an  estmalsd 
cost  of  $1 .40  per  copy,  for  a  total  cost  ct  $700.00,  wtijch  indi  idRS 
$700.00  for  printing  and  $.00  for  distrtbutkxi. 

This  publication  has  been  fi,panced,  in  whole  or  in  part, 
by  the  Federal  Emergency  Management  Agency.  The 
contents  do  not  necessarily  reflect  the  views  or  policies 
of  the  Federal  Emergency  Management  Agency. 
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